


No drill better known—None does better work 

The “Syracuse” is the original wood boring drill—known and used by mechanics “who know” 
since 1878. Made of special steel and so tempered that contact with nails, screws or metal won't 
injure it. The “Syracuse” is forged hot, the grain of the steel thus following the twist, making a 
stronger drill than when milled. Teach your students to know good tools and how to use them. 

SPECIFY [SYRACUSE^ DRILLS IF YOU WANT THE BEST 
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